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ANNUAL  REPORT 


of  the 

MEDICAL  OFFICER  OF  HEALTH 

to  the 

WARM  LEY  RURAL  DISTRICT 

COUNCIL 

FOR  THE  YEAR 
19  5  1 


Council  Offices, 
Warmley  House, 
Warmley. 


31st  December,  1951* 


Ladies  and  Gentlemen, 

9 

I  have  the  honour  to  present  my  Annual  Report 
on  the  health  of  this  District  and  the  43rd  in  the 
series. 


The  Report  is  compiled  as  set  out  in  the 
Ministry  of  Health  Circular,  and  Population  Statistics 
are  supplied  by  the  Registrar  General. 

My  thanks  are  due  to  Members  of  the  Council 
and  Staff  of  the  Council  for  their  assistance. 


I  am, 

Your  obedient  Servant, 

J.  MSNZIES  CORMACIi. 

Medical  Officer  of  Health. 
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S  T  A  T  I  S  T  I  C  S 


(A)  GENERAL  STATISTICS 


Area  of  District 

Population:  Registrar-General ’ s 

estimate  -  Mid-1951 

Number  of  inhabited  houses: 

per  Rate  Books. 

Estimated  number  of  void  houses. 
Rateable  Value 

Sum  represented  by  Penny  Rate 


8,843  acres 

10,350 

3,164 

Nil 

£42,982 

£162 


( B )  EXTRACTS  FROM  VITAL  STATISTICS 


Live  Births 

M. 

P. 

TOTAL 

Birth  rate  per 

Legitimate 

70 

55 

125 

1,000  estimated 
resident  population 

Illegitimate 

2 

1 

3 

mid-1951  (corrected) 

Stillbirths 

Legitimate 

1 

’# 

1 

England  &  Wales 

Illegitimate 

— 

— 

— 

Deaths 

49 

58 

107 

Death  rate  per 

1,000  estimated 
average  population 
( corrected) 


England  &  Wales 


Deaths  of  Infants  under 

one  year  of  age 

Legitimate  2  2 

Illegitimate  - 


11.  9 

15.5 


10.1 

12.5 


-  4  - 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 
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https://archive.org/details/b30234815 


TABL^  SHOWING  jrRII.CIPAL  CAUSES  OF  DEATH,  1951 . 
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TABLES  SHOWING  INCID3NCB  OP  INFECTIOUS  DISEASES  IN  AG3  GROUPS. 
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TABLE  OF  INCIDENCE  OF  INFECTIOUS  DISEASES 
IN  EACH  PARISH. 


Disease 

Bit ton 

Hanham 

Abbots 

Mangots- 

field 

Oldland 

Siston 

TOTAL 

Scarlet  Fever 

3 

1 

2 

3 

1 

10 

Measles 

38 

9 

19 

17 

11 

94 

Whooping  Cough 

5 

u 

3 

6 

2 

20 

Pneumonia 

6 

1 

7 

Erysipelas 

1 

1 

2 

4 

Food  Poisoning 

1 

l 

Typhoid  Fever 

1 

r 

1 

Totals 

53 

16 

25 

28 

15 

137 

TABLE  SHOWING  NEW  CASES  AND  DEATHS  (TUBERCULOSIS)  IN 

AGE  GROUPS 


NEW  CASES  DEATHS 


Age  Group. 

_ 

Respiratory 

Non-resp.  1 

1 

Respiratory!  Non-resp. 

M 

F 

M  ,  F 

M 

F  M 

t  F 

Under  1  year 

! 

{ 

1 

1 

1-5  years 

i 

5-15  years 

2 

1 

1 

15  -  25  years 

2 

3 

... 

25-35  years 

1 

1 

. 

1 

35  -  45  years 

1 

45  -  55  years 

1 

1 

. 

.  . 

55  -  65  years 

1 

65  and  over 

r  ~~1 

Age  unknown 

1 

1 

— 

t 

! Totals 

6 

7 

2 

2 

L  - 

1 

1 

: 

j 
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A  N  IT  U  A  L  REPORT 


of  the 

S  A  IT  I  T  A  R  Y  INSPECTOR 
for  tho  year 

19  5  1. 


To  tho  Chairman  and  Members  of  the 
Warmloy  Rural  District  Council . 

Ladies  and  Gentlemen, 

I  have  the  honour  to  present  my  Report  for 
the  year  1951?  this  being  my  Fifth  Annual  Report. 

I  am, 

Your  obedient  Servant, 

L.J.  PROSSER. 

Sanitary  Inspector. 

SUMMARY  OF  SaITIT,  RY  INSPECTOR ' S  VISITS  AHD 

NOTICES  SERVED  DURING  THE  YE.  J? . 

General  Sanitation. 

Water  Supply  71 

Drainage  328 

Stables  cb  Piggeries  10 

Fish  Shop  1 

Tents,  Vans  &  Sheds  9 

Factories  15 

Bakehouses  1 

Places  of  Entertainment  1 

Licensed  Premises  1 

Refuse  Collection  11 

Refuse  Disposal  19 

Rats  &  Mice  15 

Smoke  Abatement  10 

Miscellaneous  Sanitary  Visits  62 

Council  &  other  Meetings  47 
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Houses  inspected,  and  visited  under  141 

the  Public  Health  Acts 

Houses  inspected  and  visited  under 
the  Housing  Acts  15 

Houses  inspected  for  Overcrowding  5 

Verminous  Premises  10 

Miscellaneous  Housing  Visits  63 

Infectious  Diseases . 

Inquiries  in  cases  of  Infectious  Disease  32 

Visits  re  disinfection  l6 

Miscellaneous  Infectious  Disease  Visits  8 

Meat  &  Food  Inspections. 

Slaughterhouse  436 

Shops  &  Stalls  23 

Other  Premises  10 

Butchers  5 

Dairies  6c  Milk  Distributors  11 

Pish  Shop  1 

Grocers  4 

Ice  Cream  Premises  3 

Miscellaneous  Pood  Visits  7 

Total  1,391 


SANITARY  INSPECT! OH  OF  THE  ARC  A. 

Inspection  made : - 

Nuisance  discovered  or  reported  48 

Informal  &  Preliminary  Notices  sent  15 

Statutory  Notices  sent  4 

Nuisances  abated  during  the  year  45 

Summonses  issued 


Convictions  obtained 


. 


1 
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S  A  NIT  ARY  CIRCUMSTANCES 


OP  THE  YEAR 


Water  Supply. 


The  results  on  Beach,  Upton  Cheyney  and  Swinford 
supplied  are  very  similar  to  last  year's.  The  bacteriological 
results  of  the  Beach  and  Upton  Cheyney  water  supplies  are 
still  most  unsatisfactory. 

The  West  Gloucestershire  supply  is  good  both  chemically 
and  bacteriologically.  The  nitrite  is  no  doubt  due  to 
reduction  of  nitrates  by  metallic  pipes  and  fittings,  and 
the  effect  of  these  in  a  dead  end  of  the  main  is  probably 
responsible  for  the  faint  brown  colour. 


CERTIFICATES  OP  ANALYSIS. 


WATERFALL  &  O'BRIEN, 
Analytical,  Technical  & 
Consulting  Chemists. 


The  Laboratory, 

4  Queen  Square, 
Bristol.  1. 

30th  May,  1932. 


Sample  of  WATER  from  Supply  at  Beach,  Bitton.  Taken  from 
open  trough  by  L. J.  Prosser,  Esq.,  at  9*30  a.m.  on  the 
26th  May,  1952.  Spring  Supply. 


Lab.  Ref.  Appearance  -  Very  slight  opalescence,  no 

No.  1778.  colour  or  smell.  Minute  sediment. 


Reaction:  pH  7*20. 


Parts  per  Million. 


Free  and  Saline  Ammonia 
Albuminoi  d  Arnmoni a 
Chlorine 

equivalent  to  Sodium  Chloride 
Oxygen  absorbed  (4  hrs. ) 

Nitrite 

Nitrogen  in  Nitrate 
Total  Solids 
Loss  on  ignition 
Appearance  on  ignition 


0.  011 
0.026 
13 
21 

0.  32 
Absent 
1.  8 
310 
15 

Very  slight  charring 


Hardness:  Temporary 

Permanent 


226 

46 

272 


Lead  and  Copper 


Absent 


Bacteriological  Examination. 

Colonies  021  Agar  @  22°  C.  240  per  ml. 

.Colonies  on  Agar  <3  37°  C.  24  " 

Presumptive  Organisms  of  the  Coli-aerogenes  Group,  150 
per  100  ml.  including  10  of  faecal  typo. 
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Sample  of  Water  from  Upton  Cheyney  Spring  Supply.  Taken  by 
L. J.  Prosser,  Esq.,  from  fountain  on  the  26th  May,  1952,  at 
10.30  a.  m. 

Lab.  Ref. 

No.  1780.  Appearance :  Clear,  colourless.  No  smell. 

Reaction ;  pH  7.  8 


Parts  per  Million. 


Free  &  Saline  Ammonia  0. 041 

Albuminoid  Ammonia  0.015 

Chlorine  14. 5 

equivalent  to  Sodium  Chloride  24.0 

Oxygen  absorbed  (4  hrs. )  0.24 


Nitrite  absent 

Nitrogen  in  Nitrate  2.0 

Total  Solids  410 

Loss  on  ignition  20 

Appearance  on  ignition  Very  slight  charring 


Hardness.5  Temporary  265 

Permanent  43 

308 

Load  and  copper  absent 

Bacteriological  Examination. 

Colonies  on  Agar  @  22°  C.  228  per  ml. 

Colonies  on  Agar  @  37°  C.  133  "  " 


Presumptive  Organisms  of  .the  Coli-aerogones  Group,  110  per 
100  ml. ,  including  45  of  faecal  type. 


Sample  of  water  taken  from  Swinford  Supply  from  Standpipe  at 
Swinford.  Taken  on  the  26th  May,  1952,  at  10.40  a.m.  by  L.  J. 
Prosser,  Esq. 

Lab.  Ref.  Appearance:  Slight  cloudiness.  No  colour 

No.  1779.  or  smell. 

Reaction :  pH  7*5 

Parts  per  Million. 


Free  cl  Saline  Ammonia  0.012 

Albuminoid  Ammonia  0.029 

Chlorine  160 

equivalent  to  Sodium  Chloride  265 

Oxygen  absorbed  (4  hrs.)  0.082 

Nitrite  Absent 

Nitrogen  in  Nitrate  2.  6 

Total  Solids  350 

Loss  on  ignition  30 

Appearance  on  ignition  Very  slight  charring 


Hardness:  Temporary 

Permanent 


Load  and  Copper 

Bacteriological  Examination. 

Colonies  on  Agar  @  22°  0. 
Colonics  on  Agar  Q  37°  0. 


228 

64 


292 

Absent 


5  per  ml. 

Less  than  1  per  ml. 


Presumptive  Organisms  of  the  Coli-aerogenes  Group,  20  per 
100  ml.  faecal  types  not  detected. 
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Sample  of  Water  from  West  Gloucestershire  supply.  Sample 
taken  by  L.  J.  Prosser,  Esq.,  from  tap  at  Anstoy' s  Garage  on 
the  26th  May,  1952,  at  10.55  a. m. 


Lab.  Ref. 
No.  1781. 

Reaction i 


Appearance :  Very  slight  opalescence  and  brown 

when  viewed  in  depth.  No  smell. 


pH 


8.  20. 


Free  &  Saline  Ammonia 
Albuminoid  Ammonia 
Chlorine 

equivalent  to  Sodium  Chloride 
Oxygen  absorbed  (4  hrs) 

Nitrite 

Nitrogen  in  Nitrate 
Total  Solids 
Loss  on  ignition 
Appearance  on  ignition 

Hardness:  All  temporary 

Lead  and  copper 


Parts  per  Million . 

0.068 
0.  024 
49 
81 

0. 16 

Moderately  strong  reaction 
0.59 
420 
20 

Slight  charring 
240 

Absent 


Bacteriological  Examination . 

Colonies  on  Agar  @  22°  C. 
Colonies  on  Agar  @  37°  C. 


2  per  ml. 
4  "  !l 


Presumptive  Organisms  of  the  Coli-aerogenes  Group,  absent 
from  100  ml. 


WATERFALL  &  O’BRIEN. 


During  the  year  9  samples  of  water  were  taken  and 
submitted  for  analysis.  These  were  obtained  from  9  different 
sources  and  8  were  reported  as  unsatisfactory. 


Statutory  Notices  served  2 

Statutory  Notices  complied  with  2 

Preliminary  Notices  served  1 

Preliminary  Notices  complied  with  1 


Particulars  of  the  number  of  houses  served  in  each 
Parish,  direct  from  the  West  Gloucestershire  Water  Company’s 


Mains  Supply 

Parish 

Domestic 

Meters 

Bitten 

339 

69 

Hanham  Abbots 

456 

33 

Mango tsfield 

239 

27 

Oldland 

683 

32 

Si ston 

475 

62 

2,692 

223 

RAINFALL. 

The  rainfall  in  1951,  at  the  West  Gloucestershire  Water 


Company’ s  office 

at  Soundwell, 

Kingswood,  in 

the  County  0: 

Gloucestershire, 

was  recorded 

as  follows 

January 

3.55 

inches 

July 

1.16  inches 

February 

3.80 

11 

August 

4.84  " 

March 

3.08 

11 

September 

2.62  " 

April 

3.30 

11 

October 

0. 66  ” 

May 

2.61 

11 

November 

6.31  " 

June 

0.59 

ti 

December 

2.22  ” 

Total  for  1951 

-  34. 

74  inches. 
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■  RaINAGE  AND  SEWERAGE. 


The  commencement  of  the  Branch  Sewerage  Scheme  for  the 
District  has  meant  that  more  time  has  been  devoted  to  drainage; 
this  shows  up  in  the  number  of  visits  made  and  will  increase 
as  the  work  proceeds. 

Bit  ton. 

Steady  progress  has  been  made  on  the  first  section  of  the 
Branch  Sewerage  Scheme,  in  the  village  of  01 aland  Common, 
having  regard  to  the  amount  of  excavation  in  rock  which  has 
taken  place. 

During  the  latter  part  of  the  year,  work  was  commenced  on 
the  Second  Instalment  of  the  Branch  Sewerage  Scheme,  this  will 
provide  main  drainage  in  the  village  of  Bitten,  also  to  parts  of 
Longwell  Green  and  Willsbridgo  areas,  in  the  parishes  of  Oldland 
and  Hanham  Abbots. 

The  estimated  cost  of  this  portion  of  the  scheme  is 

£63,000. 


Hanham  Abbots. 

A  new  sewer  was  laid  to  existing  properties  in  Memorial 
Road.  This  sewer  takes  the  drainage  of  24  houses  which 
previously  had  cesspools;  also  the  drainage  of  52  houses  and 
bungalows  in  Kings  Drive,  Queens  Drive  and  Kings  Avenue,  which 
were  previously  drained  to  two  septic  tanks.  These  tanks  were 
done  away  with  and  the  main  connected  to  the  new  sewer. 

This  work  consisted  of  52  yards  of  9"  sewer  and  273 
yards  of  6”  sewer  at  a  cost  of  £1,157-  0.  Od. 


Connections  to  '  ublic  Sewer  &  Closet  Accommodation. 


Parish 

Cesspools  or 
Septic  Tanks 

Earth  or  Pail 
Closet  Connections 

Houses 

affected. 

Bitton 

19 

18 

37 

Hanham  Abbots 

26 

— 

26 

Oldland 

- 

1 

1 

Siston 

5 

- 

5 

PUBLIC  CLEANSING . 

A  wee kly  collection  of  refuse  was  carried  out  during  the 
year,  to  all  parishes.  Disposal  was  by  tipping  at  one  central 
tip  at  Cowhorn  Hill,  Oldland. 


The  salvag1 

e  of  paper 

,  rags 

and  iron  was 

carried 

out 

during  the  year. 

The  value 

of  thi 

s  was 

as  follows:- 

Material 

tons 

cwts 

q  trs 

O 

c U 

s 

d 

Paper 

47 

10 

0 

726 

18 

5 

Scrap  Iron 

11 

1 

3 

33 

10 

6 

Rags 

9 

3 

16 

10 

0 

Bones 

2 

2 

14 

4 

Totals 

59 

4 

0 

£777 

13 

3 

RIVERS  AKD  STREAMS. 

Siston  Brook. 

Only  occasional  traces  of  diesel  oil  were  present  on 
the  water,  so  that  considerable  improvement  in  this  stream  has 
taken  place  during  the  year. 

River  Boyd. 

No  improvement  has  taken  place  in  the  pollution  of  this 
river  at  Bitton,  but  a  largo  proportion  of  the  contamination 
should  be  prevented  upon  the  completion  of  the  second  section 
of  the  Branch  Sewerage  Scheme. 
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CAMPING  SITES. 


Number  of  Sites  used,  for  Camping  during  the  year .  4 

Number  of  Camping  Sites  in  respect  of  which  Licences 

have  been  issued  by  the  Local  Authority  under 
Section  29  of  the  Public  Health  Act,  1936 .  3 

Estimated  number  of  resident  campers  in  the  area  at 

one  time  during  the  year . 50 


No  change  has  taken  place  in  the  number  of  Site  Licences 
but  there  have  been  a  number  of  cases  where  camping  has  taken 
place  by  travellers  passing  through  the  area,  and  only  remaining 
on  the  Sites  for  three  or  four  days. 


DIRTY  AND  VERMINOUS  PREMISES . 

A  number  of  complaints  were  received  of  ant  infestations, 
two  cases  of  bees  swarming  in  properties,  also  four  cases  of 
filthy  conditions  in  houses  were  dealt  with  and  those  concerned 
aged  persons  who  would  not  allow  relatives  to  assist  them. 


NATIONAL  ASSISTANCE  ACT,  1948,  and  Amending  Act,  1951 • 
No  action  was  taken  under  these  Acts. 


RATS  &  MICE. 

The  Council  employed  a  Rodent  Operative  part-time, 
during  the  year  and  the  following  visits  wer‘e  made:- 


Private  dwellings  .  64 

Business  premises  .  12 

Farms  .  1 


77 

Of  this  number,  53  properties  were  found  to  be  infested 
with  rats,  and  6  with  mice. 


FACTORY  ACTS,  1937  &  1948 . 

Prescribed  particulars  which  are  required  by  Section 
128(3)  of  the  Factories  Act,  1937,  with  respect  to  matters 
which  are  administered  by  the  District  Council. 


1 .  INSPECTIONS  FOR  PURPOSES  OF  THE  PROVISIONS  AS  TO  HEALTH. 

("including  inspections'!!^  by  sanitary  inspector)  . 


Premises 

No.  on  ;  Inspec- 

Register. !  tions. 

Written 

Notices 

Occupiers 

Prosecuted 

1.  Factories  in  which 
Sections  1,  2,  3, 

4  &  6  are  to  be 
enforced  by  Local 
Authorities 

43 

.  16 

- 

— 

2.  Factories  not  in¬ 
cluded  in  (l)  in 
wh ich  Section  7  is 
enforced  by  the 
Local  Authority 

3 

1 

— 

— 

3.  Other  premises  in 
which  Section  7  is 
enforced  by  the 
Local  Authority  (e 

deluding  o 

utworkers 

premises 

) 

TOTAL  48  17 
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2 .  GASES  IN  Will CH  DIRECTS  WERE  FOUND . 


No.  of  cases  in  which 
defects  were  found  j 

Referred 

Defect 

Found 

Reme¬ 

died 

to  H.M. 
Insp. 

by  H.M. 

.  Insp..  .  _| 

Prose¬ 

cuted. 

Want  of  Cleanliness 

... 

6 

6 

3 

Overcrowding 

Unreasonable  Temperature 

i 

Inadequate  Ventilation 

Ineffective  Drainage  of 
Floors. 

- 

Sanitary  Conveniences 

(a)  Insufficient 

(b)  Unsuitable  or 

defective 

(c)  Not  separate  for 

sexes 

2 

1 

2 

1 

1 

TOTAL 

9 

^  9 

4 

HOUSING. 

It  is  regretted  that  the  old  nissen  huts  on  the  Rodway 
Hill  and  Hanharn  Camps  are  still  occupied  and  the  occupiers  are 
living  under  very  poor  and  unsatisfactory  conditions.  While 
it  may  be  said  that  many  houses  in  the  area  are  poor  and 
unsatisfactory,  I  feel  that  the  conditions  at  these  Camps 
warrant  immediate  action  to  be  taken  to  rehouse  the  occupants, 
even  though  many  are  problem  families. 

53  families  were  rehoused  in  new  Council  houses  during 
the  year. 

At  the  end  of  the  year  there  were  48  Council  houses 
under  construction. 


(a)  Number  of  Dwelling  Houses  inspected  for 
defects  under  the  Public  Health  or 

Housing  Acts  .  135 

(b)  Number  of  Houses  found  to  be  in  a  state  so 
dangerous  or  injurious  to  health  as  to  be 

unfit  for  human  habitation  .  2 

(c)  Action  under  Statutory  Powers  during  the  year. 

Proceedings  under  the  Housing  Act,  1936  .  2 


All  new  houses 

(a)  Total  number  erected  during  the  year....  Council  ..  67 


Private  Enterprise  .  11 

(b)  New  Houses  erected  during  the  year  with  State 

assistance  under  the  Housing  Act  .  Nil. 
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RixG  FLOCK. 


Ono  Licence  has  boon  issued  for  the  manufacture  of 
Rag  Flock,  under  the  Rag  Flock  &  Other  Filling  Materials 
Act,  1951. 


One  sample  of  fleck  from  this  mill  was  taken  on  the 
18th  October,  1951*  The  Mill  holds  a  Licence  from  the 
British  Standards  Institute  Certification  Mark  Scheme. 


Sample  Analysis. 


Chlorine 

Impurities 

Oil 

Soap 

W  )ol  content 


11  parts  per  100,000 

0.  Q% 

1.  Wo 
0.72 % 

6h% 


INSPECTION  AND  SUPERVISION  OF  FOOD. 

Number  of  Dairies  inspected  17 

Dairies  reconstructed  1 


Me a t  In s pe c t i on . 


Carcases  Inspected 


Cows 

Calves 

Lambs 

Pigs 

Number 

Number 

killed 

inspected 

- 

A" 

39,019 

39,019 

153 

153 

254 

254 

Carcases  Condemned. 


Calves 

Sheep  & 
Lambs 

Pigs 

All  Diseases  except  Tuberculosis 

_ 

Whole  carcases  condemned 

57 

3 

3 

Carcases  of  which  some  part  of 

0  r gan  w a s  c  0 ndemne  d 

301 

61 

Percentage  of  carcases  inspected 
and  affected  with  disease  other 
than  T ub e r c ul 0  s i s 

.95% 

26.  w 

26. 11% 

Tuberculosis  only. 

Whole  carcases  condemned 

66 

2 

Carcases  of  which  some  part  of 
organ  was  condemned 

119 

- 

85 

Percentages  of  carcases  inspected 
affected  with  Tuberculosis 

.485$ 

_ 

36. 62% 

C  ngenital  Tuberculosis  in  Calves 


Year 

Calves 

inspected. 

Calves  affected 
with  tuberculosis 

% 

1946 

35,530 

131 

.36 

1947 

31,931 

85 

.  26 

1948 

38,176 

123 

•  32 

1949 

38,526 

110 

.29 

1930 

40,943 

119 

.29 

1951  ! 

39,019 

66 

.  16 

Year 

— - - - 

Calves 

Condemned 

Calves  j  Dams' 
not  i Owners 
labelled!  traced 

Dams 

not 

traced 

Dams  taken 
under  T.  B. 

Order. 
Pos. Result 

Dams  not 
confirmed 
Negative 
Resudt, 

Results 

not 

known 

1946 

123 

57 

58 

8 

51 

7 

1947 

83 

40 

37 

3 

26 

11 

3 

1948 

123 

53 

6l 

9 

48 

10 

3 

1949 

95 

27 

68 

3 

46 

19 

3 

1950 

117 

46 

71 

9 

49 

11 

2 

1951 

65 

21 

44 

4 

26 

13 

1 

The  number  of  calvos  condemned  was  the  lowest  since  the 
scheme  of  tracing  the  dams  from  the  condemned  calves  was  commenced. 
There  is  still  however  too  large  a  proportion  of  the  condemned 
calves  without  labels  for  indentif ication.  Tho  number  of  . - 
unconfirmed  cases  was  also  rather  high  for  the  number  of  dams 
traced. 


The  number  of  calves  condemned  is  decreasing  and  this  is  at 
least  a  sign  that  some  headway  is  being  made  in  reducing  the  number 
of  animals  infected  with  tuberculosis  in  the  surrounding  district. 

Condemned  Foods  Register. 

During  the  year  the  following  weight  of  food  was  inspected 
and  condemned:- 

Meat  (tuberculosis)  5>937  lb. 

Meat  (other  diseases)  6,6l6  lb. 

Various  tinned  goods  _ 21  lb. 

12,574  lb. 


ICE  CREAM. 

Two  licences  were  in  force  for  the  manufacture  of  ice-cream 
in  the  area,  and  20  licences  for  the  sale  only  of  prepacked  ice 
cream. 


SLAUGHTER  OP  ANIMALS  ACT. 


Two  licences  to  slaughter  animals  were  renewed  to 
slaughtermen. 

PETROLEUM  (CONSOLIDATION)  ACT ,  1928 . 

26  licences  were  issued  under  this  Act,  during  1951* 


I  beg  to  remain.  Ladies  and  Gentlemen, 

Your  obedient  Servant, 

L.  J.  PROSSER. 

Sanitary  Inspector. 
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